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= @ftice of Assistunt Lreasurer GB. ¥., 


Hiiladeiphix, Hx., March 21, 1896. 


Hon. Herman Kretz, 

Superintendent U.S Mint, 

Philadelphia, Pa. 
Sir:- 

The enclosed five cent nickel coin is respectfully submitted 
for examination to ascertain if it is composed of three — fourths 
of copper and one —- fourth of nickel, as provided by statute. 

If the coin referred to is genuine it lacks the toughness 
that should characterize it and, on account of its brittleness, 
it seems to me, that its circulation is an encouragement to the 


issue of spurious coin. 


Respectfully yours, L 


, Yi 
Assistant pees Urey Ue . 
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Office of Assistant Treasurer U.S., 
Philadelphia, Pa., 
March 21, 1896 


Hon. Herman Kretz, 
Superintendent U.S. Mint, 
Philadelphia, Pa. 


Sir:- 


The enclosed five cent nickel coin is respectfully submitted for examination to ascertain 
if it is composed of three-fourths of copper and one-fourth of nickel, as provided by statute. 


If the coin referred to is genuine it lacks the toughness that should characterized it and, on 
account of its brittleness, it seems to me, that its circulation is an encouragement to the issue of 
spurious coin. 


Respectfully yours, 
M.D. Bugler 

Assistant Treasurer U.S. 
Ff. 


